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company owning the Kjellin patents. The Swedish Government is reported to have given its sanction to this scheme, and to have agreed to develop the Triilhatta Waterfall. It is expected that 10,000 to 15,000 H.r. will be available for this new iron and steel centre early in the year 1908.
An experimental Kjellin furnace has also been installed in the metallurgical department of the University of Sheffield, the home of the English steel industry.e were best Swedish pig iron and Walloon bar iron, with scrap steel from previous charges, the proportion of these being varied according to the type of steel required for casting.
